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CONEIDENTIAL PARIS 19242 

USOECD 

EXCON 

E.O. 1 1652: XGDS-I 

TAGS: ESTC, COCOM, GW, RO 

SUBJECT: GERMAN DATA SYSTEM TO ROMANIA - IL 1572 

REF: (A) COCOM DOC (78) 34, (B) STATE 65995, (C) RE 
EXPORT LICENSE APPLICATION A-291863 

1. GERMAN DEL STATES THAT OEA HAS INEORMED SIEMENS 
MEDICAL SYSTEMS MEG THAT NO U.S. REEXPORT LICENSE IS 
REQUIRED EOR THIS EQUIPMENT AND THAT IT MAY BE EXPORTED 
TO THE SPECIFIED DESTINATION UNDER GENERAL LICENSE. 

GERMAN DEL HAS PROVIDED COPY OP TEXT RECEIVED FROM 

OEA WHICH READS AS FOLLOWS "AFTER CAREPUL CONSIDERATION 
GOVERNMENT TECHNICIANS HAVE CONCLUDED THAT THE SIEMENS 
MEDICAL SYSTEM STAT SYSTEM CONTAINING AN OHIO NUCLEAR 
INC. SERIES 160 DATA SYSTEM IS A DEDICATED BIOMEDICAL 
INSTRUMENT WITH A DEDICATED CONTROL SYSTEM AND IS 
CLASSIPIED UNDER THE COMMODITY CONTROL LIST (CCL) 

NUMBER 6599G. COMMODITIES CLASSIPIED UNDER CCL NO. 

6599G MAY BE SHIPPED GENERAL LICENSE TO ALL COUNTRY 
GROUPS EXCEPT S AND Z." 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 PARIS 19242 1601 19Z 

2. ACTION REQUESTED: CONPIRMATION THAT U.S. CONSIDERS 
THIS EQUIPMENT G-DEST AND THEREPORE UNEMBARGOED BY 
COCOM. 

SALZMAN 


CONEIDENTIAL 
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